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SUBJECT: US-USSR ATOMIC ENERGY AGREEMENT: CTR: JOINT FUSION 
POWER COORDINATING COMMITTEE MEETING 

PASS AEC 

1. DEPARTMENT REQUESTED INFORM DR. ROBERT HIRSCH, AEC, 

THAT SCAB HAS INFORMED EMBASSY THAT PROFESSOR VELIKHOV HAS 
SENT HIM A LETTER ON JAN 10 RESPONDING TO HIRSCH'S LETTER OF 
NOV 29 REGARDING PLANNING FOR MEETING OF JOINT FUSION POWER 
COORDINATING COMMITEE. 

2. VELIKHOV AGREES TO HOLDING MEETING IN MAY, AS PROPOSED 
BY HIRSCH, AND TO PROGRAM INCLUDING VISITS TO SAN FRANCISCO, 
WASHINGTON, D.C., AND PRINCETON. TOTAL TIME FOR VISIT 
SHOULD NOT EXCEED TWO WEEKS. 

3. NAMES OE SOVIET DELEGATION TO MEETING WILL BE PROVIDED 
IN MARCH. 
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